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MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBLICATION DISTRIBUTION 

(Department of Consumer Affairs) 

(BUREAU OF INDIAN STANDARDS) 

NOTIFICATION 

New Delhi, the 4th August 2017 

S. O. 2497(E) .—In pursuance of clause(b) of sub-rule (1) of Rule 7 of the Bureau of Indian 
Standards Rules, it is, hereby notified that the Indian Standard, particulars of which are given in the second 
column of the Schedule hereto annexed has been cancelled on the date against it in the third column and 
stands withdrawn . 


SCHEDULE 


SI. No. 

No. and Year of the Indian Standards Cancelled 

Date of Cancellation 

(1) 

(2) 

(3) 

1 . 

IS 3156 (Part 1): 1992 Voltage Transformers Part 1 General 
Requirements 

27 June 2017 

2. 

IS 3156 (Part 2): 1992 Voltage Transformers Part 2 Measuring 
Voltage Transformers 

27 June 2017 

3. 

IS 3156 (Part 3): 1992 Voltage Transformers Part 3 Protective 
Voltage Transformers 

27 June 2017 

4. 

IS 3156 (Part 4) : 1992 Voltage Transformers Part 4 Capacitor 
Voltage Transformers 

27 June 2017 

5. 

IS 11322 : 1985 Method for Partial Discharge Measurement in 
Instrument Transformers 

27 June 2017 
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